Approved For Release 20PHOKING CIREREPS1 Eee 00040 8s8No, __A-3 


25X1A2d1 70: | SK Nes 71280 


Warner Robins Air Material Area 
Robins Air Force Base, Georgia 


Mark for: Warehouse 17 
Stockroom "Bl"! 


DATE OF SHIPMENT NUMBER OF CONTAINERS 
—June_8, 196) Reece 8 so) 18 
Item No. Part Number Quantity Serial No. 
Te Test Set Adapter Assy. S/N 4 i eee 
a Oblique Servo 733670 S/N 58HO08 Le 
3. Lg. film can w/spool Lie 
4. Test set IMC & Stabilization Part #735559 ies 
Dia 733095 inc. 733210 shutter de 
6. Cable assy. Le * 
7. 157-0120 Filter Assembly 18 
8. Film clip cans 2 ax 
9. Scanning flat covers 5 


000100040053-3 . 


